Call For Service Detail Report - CFS 197 


Address 


Common Name 


Custom Layer 


916 PACIFIC AVE 702, Everett 


FAIRFAX EVE 


Census Tract 408 


Beat 

Caller Name 
Create Date 


14 


—f- 


Quadrant BA0032 


EMP 


Caller Phone 


8/27/2018 8:35:49 AM 


Clear Date 8/27/2018 8:57:12 AM 


District 


Call Taker SN3006 
Nature Of Call 


Agencies 

Call Type Status Priority Dispatcher Created Date 

MED 2 2F SN1006 8/27/2018 8:35:49 AM 

Call Narrative 
*** 8/27/2018 *•* 


Time 

Description 

User 

Machine 

8:40:38 AM 

XCL Ml FOR NOW 

Keen,Carina 

SN14 

8:39:11 AM 

LR1006 

Wise, Debra 

SN28 

8:38:31 AM 

RP LEFT UNE 

Wise. Debra 

SN28 

8:38:14 AM 

Call had been completed in ProQA Paramount. 

Wise. Debra 

SN28 

8:38:04 AM 

Dispatch Code: 21D03 Det. Text Not alert 

Suffix: T Suffix Text: TRAUMA 

Response: MED 

Wise. Debra 

SN28 


ANSWERS: 

— Bleeding is traumatic. 

— Bleeding from NOT DANGEROUS area. 



8:37:49 AM 

Age unknown, Female, Consciousness unknown. Breathing status unknown. 
CC Text: Hemorrhage / Lacerations 

Caller Statement: SPURTING BLOOD 

Wise. Debra 

SN28 

8:36:34 AM 

PT FELL IN SHOWER, CUT ON ELBOW 

Wise, Debra 

SN28 


EMD Narrative 


Time Description 

Call Persons 


Name 



Call Vehicles 


Date of Birth 


User 


Contact Phone 



Machine 

SN28 


Vehicle Type Make Model Role Year License State License Number 


Call Dispositions 







